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Message Text 


UNCLASSIFIED 

PAGE 01 MANILA 02059 221439Z 
44 

ACTION FBO-01 

INFO OCT-01 EA-07 ISO-OO /009 W 

005186 

R 220848Z FEB 74 
FM AMEMBASSY MANILA 
TO SECSTATE WASHDC 1266 

UNCLAS MANILA 2059 

DEPARTMENT PASS TO: GRAYBAR ELECTRIC ATTN:MR. BOECHLER 
5925 BLAIR ROAD, N.W. WASHINGTON, D.C. 

E.O. 11652: N/A 
TAGS: ABLD, RP 

SUBJ: ELECTRICAL ITEMS FOR CHANCERY COMPOUND 

1. THIS IS TO CONFIRM ORDER RE YOUR OFFER TO FBO FOR TWO 

400 AMP., 15 KV, TYPE RAD, THREE-WAY, THREE-POLE DOUBLE-THROW 
SWITCHES AND 2000-FOOT SINGLE CONDUCTOR, Q15 KV, XLPE SHIELDED 
UNDERGROUND CABLE. FOR DOLLARS 3800. F.O.B. SAN FRANCISCO. 
PURCHASE ORDER AND SHIPPING INSTRUCTIONS FOLLOW. 

2. ADDITIONALLY NEED PRICE QUOTATION FOR ONE 400 AMP., 15 KV, 
FOUR- WAY, THREE-POLE TYPE RAC-M SWITCH. 

155 GALLONS INSULATING OIL FOR SWITCHES. EIGHT GALLONS 
INSULATING COMPOUND NOVOLOX MEDIUM HARD. 

3. CORRESPONDENCE SHOULD BE MAILED GSO, U.S. EMBASSY, APO 
SAN FRANCISCO, 96528. 

SULLIVAN 

NOTE BY OC/T: NOT PASSED ABOVE ADDRESSEE. 

UNCLASSIFIED 


NNN 
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Disposition Reason: 

Disposition Remarks: 

Document Number: 1974MANILA02059 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: n/a 
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Handling Restrictions: n/a 
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ISecure: 1 

Legacy Key: Iink1974/newtext/t1 974021 6/aaaaaomd.tel 
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Locator: TEXT ON-LINE 
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Review Action: RELEASED, APPROVED 
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Review Event: 
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